Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48692 Broadcast Actions 3/16/2016 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 
Actions of: 03/02/2016 
FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF PERMIT GRANTED 


MN BAPET-20160112AAG K292GU REFUGE MEDIA GROUP Voluntary Assignment of Construction Permit 
138084 From: REEUGE MEDIA GROUP 
oec MN, ST. PAUL To: MAIN STREET BROADCASTING, INC. 


Form 345 


**GRANTED WITH CONDITIONS** 


Actions of: 03/11/2016 


FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT DISMISSED 


MS BMPFT-20160222AAF W221DE WAY MEDIA , INC. Mod of CP 
145157 


94.5 MHZ 


MS, BEECH SPRINGS 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY DISMISSED 


NY BPFT-20160304ABW W243BW FAMILY LIFE MINISTRIES, INC. 
151082 


96.5 MHZ 


Dismissed 3/11/2016 per applicant's request-no letter sent. 
NY, AMHERST 
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REPORT NO. 48692 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 03/11/2016 


AM STATION APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 


WA BAL-20160119ADE KEYF 53148 MAPLETON LICENSE OF 
SPOKANE, LLC 
E 1050 KHZ 


WA, DISHMAN 


DIGITAL TV APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 


AL BALCDT-20160108ABR WLGA 11113 PAPPAS TELECASTING OF 
OPELIKA, L.P. 
E CHAN-30 


AL , OPELIKA 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


CA BRCDT-20140722AAU KTAS 12930 RAUL & CONSUELO 
PALAZUELOS 
E CHAN-34 


CA, SAN LUIS OBISPO 


PUBLIC NOTICE 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


3/16/2016 


NATURE O F APPLICATION 


Voluntary Assignment of License 

From: MAPLETON LICENSE OF SPOKANE, LLC 
To: LIBERTY BROADCASTING SYSTEM, LLC 
Form 314 


Voluntary Assignment of License, as amended 
From: PAPPAS TELECASTING OF OPELIKA, L.P. 
To: CNZ COMMUNICATIONS SẸ, LLC 

Form 314 


Renewal of License. 


LOW POWER FM APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


FL  BMPL-20160307AAD WPSI-LP RADIO VOZ MUNDIAL INC 
195678 
FL, MIAMI 
98.7 MHZ 


Low Power FM Mod of CP to chg 


Requests waiver pursuant to Section 73.807 (e)(1) with respect to 
WRTO-FM and WEDR. 
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REPORT NO. 48692 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 03/11/2016 


FM STATION APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 
MO BALH-20151222AMF KDWD 171000 MY TOWN MEDIA, INC. 


E 99.1 MHZ MO, MARCELINE 


FM STATION APPLICATIONS FOR MODIFICATION OF LICENSE GRANTED 
TX BMLED-20160217ABA KVER 73745 WORLD RADIO NETWORK, INC. 


E 91.1 MHZ TX, EL PASO 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


3/16/2016 


NATURE O F APPLICATION 


Voluntary Assignment of License, as amended 
From: MY TOWN MEDIA, INC. 

To: MY COUNTRY RADIO, LLC 

Form 314 


License to modify. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48692 Broadcast Actions 3/16/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 03/11/2016 

FM STATION APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 

MI BMPH-20140908ACU WCUZ 57416 ROY E. HENDERSON Mod of CP to chg 
E 100.7 MHZ MI, BEAR LAKE 


Informal Objection filed 03/17/2015 by NEW BEGINNINGS HOUSTON 
DBA FAR EASTERN TELECASTERS INC 


Dismissed 12/29/2015 via public notice with no letter sent for failure to 
pay the delinquent debt 
Informal Objection dismissed as moot 12/29/2015 


Petition for Reconsideration filed 02/02/2016 by ROY E. HENDERSON 
Petition for Reconsideration granted 3/11/2016 
Application reinstated 3/11/2016 


Application granted 3/11/2016 
(No letter sent) 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48692 Broadcast Actions 3/16/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 03/11/2016 
FM STATION APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


MI BPH-20140919AAQ WOUF 14646 ROY E. HENDERSON Minor change in licensed facilities. 
Engineering Amendment filed 09/23/2014 
E Pore MHz MI , BEULAH Engineering Amendment filed 10/10/2014 
Engineering Amendment filed 10/15/2014 


Dismissed 12/29/2015 via public notice with no letter sent for failure to 
pay the delinquent debt 


Petition for Reconsideration filed 02/02/2016 by ROY E. HENDERSON 


Petition for Reconsideration granted 3/11/2016 
Application reinstated 3/11/2016 

Application granted 3/11/2016 

(No letter sent) 


TX BPH-20141024ACK KNRG 15113 ROY E. HENDERSON Minor change in licensed facilities. 
E 92.3 MHZ TX, NEW ULM Engineering Amendment filed 12/08/2014 


Dismissed 12/29/2015 via public notice with no letter sent for failure to 
pay the delinquent debt 


Petition for Reconsideration filed 02/02/2016 by ROY E. HENDERSON 
Petition for Reconsideration granted 3/11/2016 
Application reinstated 3/11/2016 


Application granted 3/11/2016 
(No letter sent) 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48692 Broadcast Actions 3/16/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 03/11/2016 


FM STATION APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


TN = BPH-20150707ACN WWYN 54947 SOUTHERN STONE Minor change in licensed facilities. 
E 106.9 MHZ COMMUNICATIONS, LLC Engineering Amendment filed 01/22/2016 


TN, MCKENZIE 


FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 


NY BALFT-20160129AGQ W288AS 13910 CORNELL MEDIA GUILD, INC. Voluntary Assignment of License 


E 105.5 MHZ NY, ITHACA A T TURTA GULD 
Form 345 


*GRANTED WITH CONDITION* 


WY BALFT-20160129AUF W226BO 59719 SEVEN RANGES RADIO Voluntary Assignment of License 
E 93.1 MHZ COMPANY, INC. From: SEVEN RANGES RADIO COMPANY, INC. 
i To: ALPHA MEDIA LICENSEE LLC 
WV, PARKERSBURG Form 345 
PA BALFT-20160129AWI W237CS COLONIAL RADIO GROUP, INC. Voluntary Assignment of License 
147996 From: COLONIAL RADIO GROUP, INC. 
E Pagi AME THPORT To: WOLF RADIO, INC. 
: Form 345 


*GRANTED WITH CONDITION* 
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REPORT NO. 48692 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 03/11/2016 


FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 
ME BALFT-20160129AWT W250BB LIGHT OF LIFE MINISTRIES, INC. 


145614 
ME, HOULTON 
97.9 MHZ 
IN BALFT-20160201AAY W279AM INDIANA COMMUNITY RADIO 
142215 CORPORATION 
103.7 MHZ IN , RUSHVILLE 


FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF PERMIT GRANTED 


CA BAPFT-20160119ADM K274CG DISCOVER LIFE SEVENTH-DAY 
140902 ADVENTIST CHURCH 
102.7 MHZ CA, SONORA 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


3/16/2016 


NATURE O F APPLICATION 


Voluntary Assignment of License 

From: LIGHT OF LIFE MINISTRIES, INC. 

To: MOUNTAIN VALLEY BROADCASTING, INC. 
Form 345 


Voluntary Assignment of License 

From: INDIANA COMMUNITY RADIO CORPORATION 
To: T.C.W. BROADCASTING, INC. 

Form 345 


Voluntary Assignment of Construction Permit 

From: DISCOVER LIFE SEVENTH-DAY ADVENTIST CHURCH 
To: CLARKE BROADCASTING CORPORATION 

Form 345 


*GRANTED WITH CONDITIONS* 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48692 Broadcast Actions 3/16/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 03/11/2016 
FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF PERMIT GRANTED 


NY BAPFT-20160122AGG W253BU JVC MEDIA, LLC Voluntary Assignment of Construction Permit, as amended 
139344 From: JVC MEDIA, LLC 
ene ae REESE? To: HUDSON VALLEY PUBLIC RADIO, INC. 
: Form 345 
*GRANTED WITH CONDITION* 
IN BAPFT-20160201AAX W295CC INDIANA COMMUNITY RADIO Voluntary Assignment of Construction Permit 
E 144025 CORPORATION From: INDIANA COMMUNITY RADIO CORPORATION 
To: F.T.G. BROADCASTING, INC. 
106.9 MHZ IN, PRINCETON Form 345 
CO BAPFT-20160202ABZ K239CI 156340 EDUCATIONAL Voluntary Assignment of Construction Permit 
E 95.7 MHZ COMMUNICATIONS OF From: EDUCATIONAL COMMUNICATIONS OF COLORADO SPRINGS, 
: COLORADO SPRINGS, INC. INC. 


To: TRI-STATE BROADCASTING ASSOCIATION, INC. 


CO, JULESBURG Form 345 


FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


VA  BMPFT-20151112XPQ W298BR POSITIVE ALTERNATIVE RADIO, Mod of CP 
E 141360 INC. Engineering Amendment filed 03/07/2016 
107.5 MHZ VA , HARRISONBURG 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48692 Broadcast Actions 3/16/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 03/11/2016 
FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


PA BMPFT-20160128BClI W246CN FOUR RIVERS COMMUNITY Mod of CP 
gp 141452 BROADCASTING CORPORATION Engineering Amendment filed 03/10/2016 
97.1 MHZ PA , COLMAR 
IA  BMPFT-20160129AWL K239CJ 156334 EDUCATIONAL MEDIA Minor change in licensed facilities, callsign K284BZ. 
E FOUNDATION 
95.7 MHZ Informal Objection filed 02/05/2016 by LAKES BROADCASTING 


IA, DES MOINES COMPANY INC 


Opposition filed 03/09/2016 by SANTAMARIA BROADCASTING, INC. 


The Informal Objection filed 2/05/2016 by Lakes Broadcasting Company 
Inc. IS HEREBY DENIED 3/11/2016 via Public Notice. No letter sent. 
Objector fails to demonstrate that grant of this application would violate 
any Commission rule or policy. The translator proposes to operate on a 
first-adjacent channel to WLKX-FM, Forest Lake, MN. Objector alleges 
that prohibited overlap would be created by grant of the application per 
Section 74.1204 of the rules, affecting almost 2800 people in the area. 
The applicant has submitted 3-second terrain data demonstrating that 
prohibited overlap would not occur. Our review of the proposed facility 
confirms the applicant’s claim that prohibited overlap will not occur. 
Therefore, the application satisfies all applicable interference 
requirements of 47 CFR Section 74.1204. Accordingly, we grant the 
application. Please note, Section 74.1203(a) states that should the 
translator commence operation and cause interference to WLKX-FM, the 
translator will be required to eliminate the interference or cease operation. 
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REPORT NO. 48692 Broadcast Actions 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 03/11/2016 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


3/16/2016 


NATURE O F APPLICATION 


FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


NE BMPFT-20160208AAM K255CJ 138732 CSN INTERNATIONAL 
E 98.9 MHZ NE, BRIGGS 
CA BMPFT-20160219AAB K216FM 92354 EDUCATIONAL MEDIA 
FOUNDATION 
E 91.1 MHZ 


CA, VALLEY VILLAGE 


AZ BMPFT-20160222AAL K252FF 156326 DONALD F. HENDREN 
E 98.3 MHZ AZ, PEACH SPRINGS 
SC BMPFT-20160222AAQ W272CV FRIENDS OF PUBLIC RADIO, INC. 
148009 


SC, MYRTLE BEACH 
102.3 MHZ 


Mod of CP 


Engineering Amendment filed 03/01/2016 


Mod of CP 


Mod of CP 


Mod of CP 
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REPORT NO. 48692 


STATE FILE NUMBER 


Actions of: 03/11/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


Broadcast Actions 


APPLICANT AND LOCATION 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


3/16/2016 


NATURE O F APPLICATION 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


MS BPFT-20160129ACZ 


AL BPFT-20160129ALY 


AR BPFT-20160222AAB 


IA  BPFT-20160223ACF 


E 


W257DS 
149182 


99.3 MHZ 


W287CU 
150242 


105.3 MHZ 


K281CK 
151073 


104.1 MHZ 


K212GH 20917 
90.3 MHZ 


ALEXANDER BROADCASTING 
COMPANY, LLC 


MS, GRENADA 


WESTBURG BROADCASTING 
MONTGOMERY, LLC 


AL, ALEXANDER CITY 


SOUTHWEST ARKANSAS MEDIA 
AR, SHERIDAN 


EDUCATIONAL MEDIA 
FOUNDATION 


IA, OTTUMWA, ETC. 


Minor change in licensed facilities, callsign W276BI. 


Minor change in licensed facilities, callsign W257DL. 


Engineering Amendment filed 03/10/2016 


Minor change in licensed facilities, callsign K264AU. 


Minor change in licensed facilities, callsign K205CA. 
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